DOCKETED ITEMS     125
8503050481 IE Info Notice 85-018, "Failures of Undervoltage Output Circuit Boards in Westinghcuse-Desiqneri Solid State Protection Sys."
JOR">AN,E.L. Division o- Emergency Preparedness & Engineering Response (Post 83C103) 35/03/07. Cc-soSdated Edison Co. of New York, Inc. 99pp. 29482:045-29482:143.
8503080442 Suppl 1 to IE Info Notice 85-010, "Post-Tensioned Containment Tendon Anchor Head Failure." Svc List end.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/08. Consolidated Edison Co. of New York, Inc. 109pp. 29481:085-29481:192.
8503060540 IE Info Notice 85-019, "Alleged Falsification of Certifications & Alteration of Markings on Pipings,Valves & Fittings." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/11. Consolidated Edison Co. of New York, Inc. 107pp. 29480:233-29480:339.
8503070477 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to Hammering Effect" Svc list encl.
JORDAN.E.L. Division of Eme-goncy Preparedness & Engineering Response (Post 830103). 85/03/12. Co~so: saiod lidison Co. of New York, Inc. 108pp. 29480:340-29481:084.
8503140033 IE Info Notice 85-021, "MSIV Closure Logic." Svc list encl. JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/18. Consolidated Edison Co. of New York, Inc. 102pp. 29495:120-29495:221.
R. Periodic operating reports & related correspondence
8503200062 "Semiannual Radioactive Effluent Release Rept, Jul-Dec 1984." W/850301 Itr.
BARNES.W.C., STAFFORD.A.H., HARRELL.E.W. Virginia Power (formerly Virginia Electric & Power Co.). 84/12/31. GRACE,J.N. Region 2, Office of Director. 55pp. 29454:232-29454:287.
8503200142 Monthly operating repts for Jan 1985.W/850215 Itr. LEE.J.N., STEWART.W. Virginia Power (formerly Virginia Electric & Power Co.). 85/ 01/31. BEEBE.M.R. Office of Resource Management, Director.  12pp. 29457:329-29457:340.
S. Reportable occurrences, LERs & related correspondence
8503080133 LER 84-012-00 has been canceled.
HARRELL.E.W. Virginia Power (formerly Virginia Electric & Power Co.), 85/02/28. 3pp. 29285:075-29285:077.
8503080315 Forwards response to Items 2a & 3b of Generic Ltr 84-15, "Proposed Staff Actions to Improve & Maintain Diesel Generator Reliability." Proposed Tech Spec changes for North Anna Unit 2 due to recent diesel engine failures. STEWART.W.L Virginia Power (formerly Virginia Electric & Power Co.). 85/02/28. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 5pp. 29271:130-29271:134.
8503220190 PNO-ll-85-026:on 85031 S.unit in unscheduled hot shutdown due to failure of emergency diesel generator.Caused by high crankcase pressure.Exam disclosed two damaged cylinders & damaged pistons.Outage of 2 addl days anticipated. JENISON.K, ELROD.S. Region 2, Office of Director. 85/03/19.  2pp. 29475:295-29475:296.
8503260545 Part 21 rept re K-line circuit breakers.Wires should be encased in heat shrink tubing to repair circuit breakers where auxiliary switch wires damaged & sponge rubber strip added to top of dust shield to prevent reoccurrence. KAISER.A.F. Brown Boveri Corp. (subs, of Brown Boveri & Co.. Ltd.). 85/03/19. DEYOUNG.R.C. Director's Office, Office of Inspection and Enforcement. 6pp. 29516:335-29516:340.
V. Operator Examinations
8502280348 FOIA request for four categories of documents re results of written operator exams at listed facilities.including dates of exams & number of candidates taking exams.
HANAUER.S.H. Technical Analysis Corp. 84/11/01. Office of Administration. 2pp. 29173:007-29173:008.
8502280386 Responds to FOIA request for four categories of documents re results of written   operator   exams   at   listed   facilities.    Forwards   documents   subj   to request Documents also available in PDR.Portions of documents withheld. FELTON.J.M. Division of Rules and Records. 84/12/11. HANAUER.S.H. Technical Analysis Corp. 1p. 29173:009-29173:051.
8503060245 Forwards summary of 850223 meeting re results of operator licensing exams administered during wk of 841029. Meeting beneficial & provided better mutual understanding of problem.
WALKER.R.D. Region 2, Office of Director. 85/02/11. STEWART.W.L Virginia Power (formerly Virginia Electric & Power Co.). 4pp. 29251:206-29251:209.
DOCKET 50-341 ENRICO FERMI ATOMIC POWER PUNT, UNIT 2
A. Application/construction stage documents & correspondence
8503010052 Further response to FOIA request for documents identified on computer printouts.App C documents available in PDR.
FELTON.J.M. Division of Rules and Records. 84/12/24. KALER.RJ. Gadsby & Hannah. 2pp. 29586:081-29586:088.
-8503010095 Board Notification 82-105:forwards info re alleged design deficiency in ASME Code Class I piping.Concern relates to all PWR & BWR plants currently under OL review.
NOVAKJ.M. Assistant Director for Licensing. 82/11/24. Atomic Safety and Licensing Board Panel. 2pp. 29586:090-29586:091.
8503180396 Informs that Ref 2 of 850131 Itr provided incorrect number. Number is EF2-70229 instead of EF2-70221.
JENS.W.H. Detroit Edison Co. 85/02/18. KEPPLER.J.G. Region 3, Office of Director. 1 p. 29384:155-29384:155.
8503060490 Forwards responses to Safe  Energy Coalition 850128 allegations per 10CFR2.206.AII     issues     resolved.Request    for     public     hearing     should     be denied.Resolution of 10CFR2.206 petition should not impede receipt of OL. JENS.W.H. Detroit Edison Co. 85/02/22. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 14pp. 29239:257-29239:270.
8503060836 Forwards draft revised license reflecting commitments described in FSAR & SER.Conditions 4,5,9 & 17 added & conditions re inadequate core cooling & nonqualified surface coatings eliminated.
NOVAKJ.M. Assistant Director for Licensing. 85/02/26. JENS.W. Detroit Edison Co. 14pp. 29246:175-29246:188.
8503110206 Reviews containment purge & vent valve operability.Six- & 20-inch James-bury valve capability to close against pressure buildup acceptable.Addl info & commitment required prior to acceptance of 10- & 24-inch valves.
YOUNGBLOOD.B. Licensing Branch 1. 85/03/01. JENS.W. Detroit Edison Co  3pp 29328:311-29328:313.
8503060500 Forwards English Electric Corp 840612 Itr indicating concurrence w/14-day stroke test of turbine stop & control valves vs 7 days,per commitment made during 850228 telcon.
EARLE.O.K. Detroit Edison Co. 85/03/04. LYNCH,M.D. Division of Licensing. 2pp 29240:016-29240:017.
8503080317 Responds to NRC 850301 request for addl info re containment purge & vent valve operability.Bracket matl for 10-inch Jarnesbury valves ductile iron.Grade 604010 & for 24-inch Jarnesbury valves carbon steel,SA-36.
JENS.W.H. Detroit Edison Co. 85/03/06. YOUNGBLOOD.B.J. Licensing Branch 1 3pp. 29277:113-29277:115.
8503080367 Responds to request for info re suppression pool temp measurements method during startup testing & initial plant operation.Safety/relief valve actuation will be tested to measure pool temp & demonstrate pool mixing. JENS.W.H. Detroit Edison Co. 85/03/06. YOUNGBLOOD.B.J. Licensing Branch 1 2pp. 29274:219-29274:220.
8503110062 Forwards rev to draft Tech Spec Table 3.3.7.9-1, "Fire Detection Instrumentation," for review.Rev incorporates util 850204 & 0304 commitments to install addl fire detectors. FSAR will be amended in future to reflect change. JENS.W.H. Detroit Edison Co. 85/03/07. YOUNGBLOOD.B.J. Licensing Branch 1. 5pp. 29286:357-29286:361.
8503120083 Provides status of equipment qualification work for remaining items not completely qualified per provisions of 10CFR50.49,in response to 850307 telcon.Actions represent work outside containment.
EARLE.O.K. Detroit Edison Co. 85/03/07. LYNCH,M.D. Division of Licensing. 3pp. 29323:100-29323:102.
8503120412 Forwards marked-up final draft Tech Spec 3/4.8.1 re ac sources of electrical power sys.per 850308 telcon w/ A Ungaro.Changes address requirements to verify operability of remaining emergency diesel generators.
JENS.W.H. Detroit Edison Co. 85/03/09. YOUNGBLOOD.B.J. Licensing Branch 1. 4pp. 29316:179-29316:182.
8503130230 Requests receipt of OL by 85031 S.Design.const & preoperational testing substantially complete.Facility will be ready to load fuel on 850310. JENS.W.H. Detroit Edison Co. 85/03/09. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 6pp. 29331:003-29331:008.
8503180569 Ack receipt of petition under 10CFR2.206,filed on behalf of Safe Energy Coalition of Detroit.Ml.re discrepancies between facility as-built hardware & drawings & sufficiency of radwaste sys.FR notice encl.
DENTON.H.R.    Office    of    Nuclear    Reactor    Regulation,    Director.    85/03/11. PUNTENNEY.J.E. Affiliation Not Assigned. 2pp. 29402:088-29402:091.
-8503180570 FR notice re receipt of request for action under 10CFR2.206. DENTON.H.R.   Office  of   Nuclear  Reactor  Regulation.   Director.   85/03/11.   2pp. 29402:090-29402:091.
8503180605 Notice of environ assessment & finding of no significant impact of partial exemption from 10CFR50,App J requirements re testing of MSIVs. NOVAKJ.M. Assistant Director for Licensing. 85/03/11. 3pp. 29402:049-29402:051.
8503150385 Requests rev to draft Tech Specs.changing Table 3.8.4.2-1 re atmosphere control drywell & suppression chamber hydrogen recombiner sys to correct error in table identified during preparation of surveillance procedures. JENS.W.H. Detroit Edison Co. 85/03/12. YOUNGBLOOD.BJ. Licensing Branch 1. 5pp. 29371:216-29371:220.
8503180219 Provides clarifications re acceptance criteria & actions involving periodic surveillances   of   diesel   generators   proposed   in   850306   Itr.based   on  850313 telcon.Surveillance procedures verified as consistent w/vendor recommendations. JENS.W.H. Detroit Edison Co. 85/03/14. YOUNGBLOOD.B.J. Licensing Branch 1. 3pp. 29386:064-29386:066.
8503250284 Forwards revised draft License NPF-33.adding License Conditions 2.C(10) & 2.C(12) re diesel lube oil surveillance program & permanent liquid radwaste sys.respectively. Condition 2,C(5) modified.per 850306 Itr.
NOVAKJ.M. Assistant Director for Licensing. 85/03/14. JENS.W. Detroit Edison Co. 12pp. 29496:189-29496:200.
8503190506   Submits  addl   info   re   diesel   generator  commitments.per  A  Ungaro requestUntil 850426 delivery of equipment for design mod.diesel will be accelerated automatically within 10 s period to synchronous speed & machine loaded slowly. EARLE.O.K. Detroit Edison Co. 85/03/15. LYNCH.M.D. Division of Licensing. 3pp. 29408:354-29408:356.
8503210323 Advises that 850306 Itr submitting addl info on diesel generators improperly numbered.Correct number is NE-85-0460.
EARLE.O.K. Detroit Edison Co. 85/03/15. LYNCH.M.D. Division of Licensing. 1p. 29465:116-29465:116. Reactor Regulation,   Director.   85/02/07.  9pp.  29479:238-29479:246. 85/02/24. 4pp. 29408:052-29408:055.cate of Svc encl.
